WILLIAM    I
The next year William was taken ill and was some time recovering, whereupon the King of France was heard to remark that * the fat man was long alying in/ William, whose excessive corpulence must frequently have given rise to similar coarse jests, on hearing of his brother monarch's humorous outburst, wittily replied that he would do his churching in Paris and thereupon departed to ravage the French King's dominions. While so engaged he was unfortunate enough to sustain severe internal injuries from an accident on horseback and soon after died (1087).
William I, though ruthless and unscrupulous, was a just and exceedingly capable monarch who gave the country which he conquered an administration far more efficient than any which it had enjoyed for many years. Unlike so many of his contemporaries he was never wantonly cruel, and the numerous hardships which the country suffered after the Conquest were in most cases due to the rapacity and savagery of many of his adherents. Had the King been less stern the lot of the conquered would undoubtedly have been far harder.